FIELD STORAGE TANKS
Lancaster is especially equipped to design, manufacture and erect Field Storage Tanks for practically every storage purpose. Tanks for petroleum oils, gasoline, vegetable oils, fish oils, molasses, acids, alcohol, etc., are built of the proper material and design, to a recommended factor of safety and guaranteed for the purpose intended.
TANKS FROM 240 BARRELS TO 134,000 BARRELS CAPACITY
SPECIAL TANKS of any size are designed, fabricated and erected to meet special storage conditions and specifications. In special work, give the following information: Use; Capacity; Height; Erection conditions at proposed site; Distance from nearest railroad siding; Availability of power, water, etc.
Lancaster Engineers will be glad to assist you with any problems you may have pertaining to Field Storage Tanks of large capacity or unusual storage or construction conditions.
ALL-RIVETED STORAGE TANKS
ALL-WELDED STORAGE TANKS,
RIVETED TANKS WITH WELDED ROOFS AND BOTTOMS
BUILT TO A. P. I. SPECIFICATIONS For sizes and capacities, see following pages.